KOREGAON DAM
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Cross Section of Koregaon

(c)  Area at M. W. L.

(d)  Area at F. E. L.

(e)  Maximum length
(/) Maximum width

(g) Length of periphery

(2)  Capacity of the reservoir

(a)  Gross

(b)  Live

(c)  Flood storage

(d)  Carry-over

(3) Maximum height above the lowest
point of foundations

(4)  Height above tlw lowest river bed
at dam

(5) Height of the top of the dam abovo
the crest of the spill way or wejr

(6) Maximum width at level oFfomwla-   365 -5 foot (earthen dam)
tion

Dam (Earthen portion)
(G) 0*32 square miles

(e) 1,650 feet (approximate)
(/) 4,700 feet (approximate)
(g) About 4 miles

(6) 1,916 acre feet

16 feat (Masonry dam)

71 feet (Earthen)
16 feel- (Masonry)

14 feet and 4-52 feet respectively
for  the earthen    and   masonry

(7)  Width at top

(8)  Slopes

(a)  Upstream

(b)  Downstream

(9)  Length at top of the dam

(a) Non-overflow

' (6) Spillway

(10)  Cubic volume of the body of the
dam

203

Earthen dam 6 feet
Masonry dam 5 feet

>A$ per cross  section*

(0) Earthen dam 1,000 feet
Masonry dam 435 feet
(6) 295 feet